





HEAVY DUTY PARTS LIST 

SF PART NO DESCRIPTION PRICE 

3PANEL66 D,E,S,P,V 66” Replacement Any Fabric $58.90 

7 3PANEL82 D.E,S,P,V 82” Replacement Any Fabric $72.55 

11 9MTH-HD-TOP Top Cap - Heavy Duty $8.20 

20 9MTH-HD-AAA Channel Plain Bottom - Hd $9.90 

21 A 3MTH-C-BO-HD Leg At End 6’ Unit $43.25 

21 B 3MTH-C-BO-HD-T Leg At End 7'4" ' Unit $43.25 

22 A 3MTH-D-BO-HD Leg 3 1/2” From End 6’ Unit $43.25 

E 2 B 3MTH-D-BO-HD-T Leg 31/2” From End 7'4" ' Unit $43.25 
E 233 A 3MTH-E-BO-HD Leg 7” From End 6’ Unit $43.25 
z 23 B 3MTH-E-BO-HD-T Leg 7” From End 7'4" ' Unit $43.25 
= 24 A 3MTH-F-BO-HD Leg In Middle 6’ Unit $43.25 
B 3MTH-F-BO-HD-T Leg In Middle 7'4” ' Unit $43.25 
SMTH-HD-GUS Gusset Plate Heavy Duty $7.23 

SMTH-HD-STRIKE Storage Latch Strike Plate - Hd $5.30 

PL1 Panelock $12.00 

GL-HD Multi-Unit Connector - Heavy Duty $50.00 

A 9CAST-2”-HD 2" Threaded Caster Heavy Duty $7.00 

43 B 9SPRING-2” Included With Caster On 6’ Unit $0.15 

2 43 C 9SPRING-2”-T Included With Caster On 7'4” Unit $0.15 
E 43 D 9FS-3/8-PUSH Included With Caster $0.25 
gS 4 A 9CAST-3”-HD 3” Threaded Caster Locking Brake Heavy Duty $7.90 
4 B 9SPRING-3” Compression Spring $0.20 

44 c 9FS-ECLIP Retaining Ring $0.10 
SHINGE-AL66-HD 66” Aluminum Continuous Hinge - Hd $11.94 

SHINGE-AL82-HD 82” Aluminum Continuous Hinge - Hd $13.94 

3PCH Position Controller (Located Above Hinge) $2.90 

Yun 9PLAS-PLUG-SQ 11/2” Square Black Plastic Insert $0.35 

Ee 
= x 3PLAS-SLOCK-HD Storage Latch - Heavy Duty $6.50 
a a 9PLAS-PLUG-REC 3/4" X 11/2” Rectangu;Ar Black Plastic Insert $0.35 
9PLAS-A Channel - Plain [Top] $4.40 
3MTH-HFSL-FR67 Endframe For Hd 6’ Unit $160.00 
3MTH-HFSL-FR83 Endframe For Hd 7'4” Unit $170.00 
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